
DEVAL L PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 
617-983-6622 


10/07/11 


Mary H. Nguyen 

Assistant District Attorney, Plymouth County 
Dear ADA Nguyen, 

Encl osed are copies of the information you requested regarding sample number 

in the following: 

1. Drug Analysis Laboratory Receipt. 

2. Curriculum Vitae for Daniela Frasca and Annie Khan (Dookhan). 

3. Control Card with Analytical Results for sample number 

4. Analysis Notation Forms for the above sample number. 

5. GC-MS Raw Data Sheets for the above sample number. 

GC-MS confirmatory testing was performed by Annie Khan (Dookhan). All other testing was 
performed by Daniela Frasca. If you have any questions or concerns about these facts, 
please contact me at the number below. 


Sincerely, 



Daniela Frasca 
Chemist II 
Drug Laboratory 
617 983-6631 
fax: 617 983-6625 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laboratory Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 


Amherst Hours 


8:00 - 11:00 
2:00 - 4:00 


DRUG RECEIPT 


9 : 00 - 12:00 

1:00-3:00 


City or Department: Brockton Police Department 

Name and Rank of Submitting Officer: DONOHUE, PATRICK S 


Defendant(s) Name (last,first,initial): 



Police Reference No.: 



380 DOC # R013893 


To he completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 


1) PLASTIC BAGS UNK WHITE ROCK (QTY: 7) 

PLASTIC BAG UNK WHITE ROCK (S18470 ) 









Dauiela Frasca 


Curriculum Vitae 


Education 

Boston University School of Medicine, Boston MA 

Currently enrolled in the Biomedical Forensic Science MS Program 

Suffolk University, Boston, MA 

Graduated in 05/1996 and received a Bachelor of Science in Biochemistiy 

EXPERIENCE 

Massachusetts State Laboratory Institute/DPH, Jamaica Plain, MA 01/2001 - present 
Drue Laboratory: Chemist II 

• Analysis of all substances by chemical screening, microscopy, and instrument confirmation to 
determine the presence of drugs for law enforcement agencies in the Commonwealth of 
Massachusetts. 

• Appointed assistant analyst on January 29,2001 by the Assistant Commissioner of DPH 

• Completed four weeks of training in drug analysis under the supervision of senior chemists. 

Quest Diagnostics Incorporated, Cambridge, MA 09/1996 - 10/2001 

Department of Toxicology: Medical Technologist I 

• Handles comprehensive toxic analysis, therapeutic drug monitoring, forensic drug screening, 
and compound ID’s of biohazard samples utilizing standard operating procedures in clinical 
toxicology. 

• Entered data and interpreted results for reporting 

• QC/QA of multiple analytical instrumentation as well as maintenance 

• Completed 60 days of training under the supervision of doctorate level toxicologists. 

Additional Training 

Northeastern Association of Forensic Scientists 

Designer Drugs Clandestine labs 

Agilent Instruments and Software Digital Photography 

McCrone Research Institute 
Forensic Polarized Microscopy 
Polarized Microscopy of Illicit Drugs and Excipients 

Massachusetts State Laboratory Institute 
Expert Witness 
Raman Spectroscopy 

Associations and Programs 

« Northeastern Association of Forensic Scientists (NEAFS) 

• The International Association of Forensic Toxicologists (TIAFT) 

• The International Association of Therapeutic Dmg Monitoring 
And Clinical Toxicology (IATDMCT) 

• Massachusetts State Science Fair Judge 

• Middle School State Science Fair Judge 

• Volunteer Science Project Mentor/Tutor 
for the TTT Mentor Program 

Folk OIG PRR 


2001 - present 
2003 - present 
2003 - present 

2000 - present 
2006 - present 
2003 - present 




Curriculum Vitae 


Annie Khan (Dookhan) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 - present 

Chemist I. II. Massachusetts Department of Public Health, Drug Analysis Laboratory 

♦Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

♦Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

♦Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug laws. 

♦Trained in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

♦Maintenance and repairs of all analytical instruments. 

♦Responsible for the Quality Control of ail analytical instruments, reagents and controls/standards. 
♦ Responsible for the Quality Control/Quality Assurance program for the drug lab. 

♦Notary Public. 

♦Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001 -2003 

QC Analyst I. II. UMMS-Massachusetts Biologic Laboratory, QC Material Control 

♦Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

♦Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

♦Writing, revising and reviewing Standard Operating Procedures (SOPs). 

♦Trained and supervised new chemists and interns for the department. 

♦Routine QC testing of products for the FDA. 

♦Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

♦Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

♦Complete testing of chemicals for Vendor Validation Project for the FDA. 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc, 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP course with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS courses with Agilent Technologies and Restek. 

HPLC course with Waters Cooperation. 

FTIR course with Spectros. 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 
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Date Analyzed: o(s~ ^o-Vi 


No. mmmmi 

City: Brockton Police Dept. 
Officer: Detective PATRICK DONOHUE 

Amount: 


No. Cont: 


7 Cont: pb 


Date Rec'd: 06/15/2011 
Gross Wt: 30.40 


Prelim: 


Findings: 


Subst: SUB 

No. Analyzed: 7 
Net Weight: } 

#Tests: Ud? 

COC.cv.VM2 
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DRUG POWDER ANALYSIS FORM 

SAMPLE 8AGENCY /^r^cE^ LEtiSt ANALYST (j53S) 


p HYSlCAl DESCP/PT/OM : 

■ J 




OM 



(33b/3z4<£ Tzp/cztErc? 

R3&6^ 

^rAr/^ 1 ///&??£#& 

Jy^ M/2- <^r 


*puj?$l«rr?c^ /*? J7 3^3 3z?S7<2 /3y ***0?&S3z/. yU 
a/u<£ yyrar-A^r^ J) 


7 /WA 

7/^*- 



y?y ^y/3 y 7 <=?y? 3yy*rA 


7 (3332^/A ^y 

7 3?*p/<cf A 

3 Tz^ry ~y 

PRELIMINARY TEST RESULTS GC/MS CONFIRMATORY TEST 



RESULTS £Ac*fai? 
DATE ^/ 


results AZ^yczy/hy 
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3*5091+ 



3 »4226 + 
3*4289+ 
3*4444+ 
3*4495+ 
3*4221 + 


. # 

Gross 

Weight 

Packet Weigh! 

Net 

Weight 

# 

Gros* 

Weight 

Packet Weight 

24*1271 * —i 

Weight 

1 

J. 99S2. 

\ j 

<3. </£/>£ 

26 




2 

3.7/69 

\ j 

3,. 999/ 

27 




3 

3.630/ 

\ / 

? ^zA 

28 




4 

7. (,263 

X 

i.t/23r9 

29 




5 

3.C,!&3 

/\ 

3. Wft 

30 




6 

%A0(7 

/ \ 

3 9 if 99 

31 




7 

IS71L 

/ \ 

X V7Z-/ 

32 




8 


** 

. 

in/ 

33 


. / 


9 




34 




10 




35 




11 




36 




12 




37 




13 




38 




14 




39 




15 




40 




16 




41 




17 




42 




18 




43 




19 




44 




20 




45 




21 




46 




22 




47 




23 




48 




24 




49 




25 



. 

50 




Calculations: 

V?* 




Revised 712005 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2011\SYSTEM 7\06_29_11\794215.D 
ASD 

29 Jun 2011 10:23 . 

BLANK , XjS 9 

DXF U 

i A cr 

DRUGS,M 
RTE 


V \ 


Abundance TiC: 794215,D\da!a.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS* ** 


794215.D 


Sat OCt 01 06:54:37 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2011\SYSTEM 7\06_29_11\794216,D 
ASD 

29 Jun 2011 10:36 

COCAINE STD 
DXF 
16 

DRUGS . M 
RTE 


Abundance TIG: 794216.DVMa.ms 



Ret, Time 

Area 

Area % 

Ratio % 

4,659 

942096 

100.00 

100.00 


794216.D Sat Oct 01 06:54:40 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-201l\SYSTEM 7\Q6_29_ll\794216,D 

Operator : ASD 

Date Acquired : 29 Jun 2011 10:36 

Sample Name : COCAINE STD 

Submitted by : DXF 

Vial Number : 16 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search Libraries: C:\Database\SLX.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMWJTOX2 , L 

PK# RT Library/ID CAS# Qual 


1 4.66 C:\Database\SLl.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.827 to 4.823 min.: 794216.Q\data,ms (-) 



Abundance #29: COCAiNE 



m/z*-> 40 80 80 100 120 140 160 180 200 220 240 260 280 300 


794216.D Sat Oct 01 06:54:40 2011 Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2~ 2011 \SYSTEM 7\06__29___ll\794217 . D 
ASD 

29 Jun 2011 10:49 

BLANK 
DXF 
1 

DRUGS.M 
RTE 


Abundance TIC: 794217,D\data,ms 



Ret. Time 


Area Area % Ratio % 


***NG INTEGRATED PEAKS * * * 


794217.D Sat Oct 01 06:54:44 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2011\3YSTEM 7\06J29_JLl\794221 .D 
ASD 

29 Jun 2011 11:39 

BLANK 
DXF 
1 

DRUGS.M 
RTE 


Abundance TIC: 794221 .D\data.ms 



Ret, Time 


Area Area % Ratio % 


***NG INTEGRATED PEAKS * * * 


794221.D Sat Oct 01 06:55:02 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2011\SYSTEM 7\06_29_ll\794222 .D 

Operator : ASD 

Date Acquired : 29 Jun 2Q11 11:52 

Sample Name : 

Submitted by r DXF 

Vial Number : 22 

Acqui S i t ionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\3LI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMWJT0X2.L 

PK# RT Library/ID CAS# Qual 


1 2,10 C:\Database\NIST05a,L 

2-Carbomethoxy-8-methyl-8-azabicycl 043021-26-7 98 
Ecgonidine, methyl ester 127379-24-2 98 
3,5-Dimethoxyphenethylamine 003213-28-3 43 


Abundance Average of 2,075 to 2.160 min.: 794222.0\data.ms (-) 

142 

80 

60 


40 

42 



m/z-> 4060 80100 120 140 160 180 200 220 240 260 280 300320 340 360 380 400 420 


Abu ndance #43771: 2-Carbomethoxy-8-methyl*8*azabicyciot3-2.1 Joct-2-ene 

1 $2 

80 


60 



794222,D Sat Oct 01 06:55:06 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


F:\Q2-2011\SYSTEM 7\06J29_il\794222 .D 
ASD 

29 Jun 2011 11:52 


DXF 
22 

DRUGS.M 
RTF 


Search Libraries: C:\Database\SLI.L Minimum Quality: BO 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \ Da t aba se\ PMW__TOX 2 , L 


PK# RT Library/ID 


CAS# Qual 


2 2.31 C:\Database\NIST05a.L 


Ecgonine methyl 

ester 

106293-60-1 

97 

Ecgonine methyl 

ester 

106293-60-1 

96 

Ecgonine methyl 

ester 

106293-60-1 

93 


Abundance 

80 

60 

40 

20 


st> 


Average of 2.287 !o 2.358 min.: 794222.D\data.ms (-) 


42 


55 


68 

i jUi 


96 


1 1 2 1 24 140152 1 ® 8 182 199 

! » ' I -ih » . ■ - - 1 


282 


325 341 355 


[■ ■ j ' rTTyrt'YT'] i ttt Jtt T I 'fTni f i rn 'i i i j i j hi i i i j i t t \ j i i f r j n 1 r"i 1 1 r'rrq'TT'f T^rri"■r , [ t rrrT"| 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


Abundance 

80 

60 


40 


20 




#56371; Ecgonine methyl ester 


42 


55 


68 


■.il. k J 


96 


112 

I 124 1 f° 155 

r i 1 }' ! ’ 4 ' l . ' I 1 ■ l''i I 1 , 


168 199 

i 182 


rq r rn yn . ryr . n j ri T r pr r Jrpnm p t t . j r . t i j 1 n-ry-^-rqTTTTfrrrrp^n | 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


794222.D Sat Oct 01 06:55:07 2011 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2011\SYSTEM 7\06 29JL1\794222,D 
ASD 

29 Jun 2011 11:52 


DXF 
22 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a,L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# 

RT Library/ID 

CAS# Qual 


3.84 C:\Database\NIST05a,L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 


Abundance 


ao 


60 

40 

20 


m/Z”> 


T | ’ I 

20 


40 


Average of 3.812 to 4,008 min.; 794222.D\data.ms (-; 
148 


73 


51 


101 


mi., M.,. ii 


89 


121 


■vvfyff'i ’i 'j V i 
80 100 


135 


204 


i'} 160 1 | 6 191 jj 


120 140 160 


180 


T 

200 220 240 


245 267 281 


-rr-p 

260 


341 


280 300 320 340 



794222.D 


Sat Oct 01 06:55:08 2011 


Page 4 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2011\SYSTEM 7\06__29__11\794222 . D 
ASD 

29 Jun 2011 11:52 


DXF 
22 ' 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NISTG5a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


4 4.66 C:\Database\SLl.L 

COCAINE 


000050-36-2 99 


Abundance 



Average of 4.817 to 4.829 min.: 794222.D\data.ms {-) 
182 


105 


122 


137 


1 ? 2 i86 


303 


198 272 

I 214 244 I 288 


341355 


4 2£ 


m/z-> 


r j-T- r T~ r - j ,-T- r ' rr -|-T-i ~r T‘|~T~ rT - T 1 ‘|-~ r r ~r T yr T TT j u i t | i i h | i i i i | i i n'|'H r rp t i i | m f | r i » i j * < i i f » i i i \ i 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


Abundance 


80 


#29: COCAINE 


60 


40 


20 



182 


105 


122 


"137 1 ! 2166 


198 


214 244 


272 


303 


m/z~> 


' I ' i i V e g i J p r i'V|' • 1 r^fVprY'-r-r^Tr rf a | " T~T~Ti~yi~rT~rj~rT'r~F~y~rT'fi~y~]~T~ri~| 1 ' T T r y r T~T~ r ^~T T 7~ r ~ ^ T T ~ rT ~|~T~ rT T~|~T~ TT T~]~f 

80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


794222.D Sat Oct 01 06:55:08 2011 


Page 5 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2011\SYSTEM 7\06_29_ll\794223.D 
ASD 

29 Jun 2011 12:04 


DXF 

23 

DRUGS.M 
RTE 


Abundance TIC: 794223.D\data.ms 



Ret . Time 


Area Area % Ratio % 


2.096 

138196 

6.77 

9.08 

2.308 

116133 

5.69 

7.63 

3.838 

263863 

12,93 

17.33 

4.659 

1522417 

74.61 

100.00 


794223.D Sat Oct 01 06:55:12 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2~2011\SYSTEM 7\06_29_11\794223 . D 

Operator : ASD 

Date Acquired : 29 Jun 2011 12:04 

Sample Name : 

Submitted by : DXF 

Vial Number : 23 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L . Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW__T0X2 . L 

PK# RT Library/ID CAS# Qual 


l 2.10 C:\Database\NIST05a.L 

2-Carbomethoxy-8-methyl-8-azabicycl 043021-26-7 98 
Ecgonidine, methyl ester 127379-24-2 98 
1-Cyclohexyl- 2 -ethylpyrrolidine 051503-12-9 47 


Abundance Average of 2.070 to 2.149 min.: 794223. DWata.ms (0 

1*2 

80 


60 



m (z«> 40 60 80 100 120 J 40 160 180 200 22 0 240 260 280 300 320 340 


Abundance #43771: 2-Carbomethoxy-8-methyl8-azabicyclo[3.2.1 joct-2-ene 



794223.D Sat Oct 01 06:55:12 2011 Page 2 
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Area Percent / Library Search Report 


Information from 

Data File: 


File Name : 

F:\Q2-2011\SYSTEM 7\06 29 

11\794223.D 

Operator : 

ASD 


Date Acquired : 

29 Jun 2011 12:04 


Sample Name : 

■■■■■■■■ 


Submitted by : 

DXF 


Vial Number : 

23 


AcquisitionMeth: 

DRUGS.M 


Integrator i 

RTE 


Search Libraries 

: C:\Database\SLI.L 

Minimum Quality: SO 


C:\Database\NIST05a.L 

Minimum Quality: BO 


C:\Database\PMW TOX2.L 


PK# RT Library/ID 

CAS# Qua! 


2 2.31 C:\Database\NIST05a.L 


Ecgonine 

methyl 

ester 

106293-60-1 

97 

Ecgonine 

methyl 

ester 

106293-60-1 

97 

Ecgonine 

methyl 

ester 

106293-60-1 

96 



794223.D 


Sat Oct 01 06:55:13 2011 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-201l\SYSTEM 7\06_29_ll\794223.D 
ASD 

29 Jun 2011 12 : 04 


DXF 

23 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C : \ Database \PMW__TOX 2 . L 


PK# RT Library/ID 


CAS# Qual 


3 


3.84 C:\Database\NIST05a,L 

Imidazo [2, 1-b]thiazole, 
Imidazo [2, l-b]thiazole, 
Imidazo [2, l-b]thiazole, 


2,3,5,6-tet 014769-73-4 98 

2,3,5,6-tet 006649-23-6 98 

2,3,5,6-tet 006649-23-6 98 


Abundance 

80 

60 

40 

20 


Average of 3.807 to 3.955 min.: 794223,D\data.ms (-) 
148 


73 


51 


101 


I 


Ijl | ; ^|V i p j *'■ 


121 


204 


il35,| 163 1 6 191 ll 


f 11 11 f vr rr-| rn'ij 


r r‘i [ i } i‘ i 


yr^rrj 


245 267 282 


i i i i j r ; ; i i i < f i 


326 35£ 


f TrrTTrTTTrrT - 


m/z->.20.40 60 80 100 120 140 160 180 200 220 240 260 280_.j00) 320 340 

Abundance 


80 

60 

40 

20 


#59447: imidazo^, 1-b]thia20le, 2 1 3,5 1 64ettahydro-6-phenyh {S)~ 
l4S 204 


73 


51 I 

is T dljUi jiiij.,4 


101 


121 


J35, 


176 
161 j 189 


1 ’ i i j r i 'i ''f'T i j i' | ; i ft 1 | i i t i j -’V -'i ( , M , ^-r * 7 nr T -j' TTTTyTTTT- |r- r - rTT ''j‘T~T' , i i | i i n | i m 

mlz~> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


794223.D Sat Oct 01 06:55:14 2011 Page 4 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-201l\SYSTEM 7\06_29_11\794223 . D 

Operator : ASD 

Date Acquired : 29 Jun 2011 12:04 

Sample Name : mm 

Submitted by : DXF 

Vial Number : 23 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search Libraries: C:\Datafoase\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMWJT0X2.L 

PK# RT Libra ry/1D CAS # Qua1 


4 4.66 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.627 to 4.823 min.: 794223.Didata.ms (-) 

I T 



m/z--> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 



794223.D Sat Oct 01 06:55:14 2011 Page 5 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-201l\SYSTEM 7\06__29_ll\794224 . D 

Operator : ASD 

Date Acquired : 29 Jun 2011 12:17 

Sample Name : HHBHHBB 

Submitted by ; dxf 

Vial Number : 24 

AcquisitionMeth: DRUGS.M 

Integrator : RTF 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2~2011\SYSTEM 7\06_29_ll\794224 . D 
ASD 

29 Jun 2011 12:17 


DXF 

24 

DRUGS,M 
RTE 


Search Libraries: 


0:\Database\SLI.L 
C:\Database\NIST05a.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT 

Library/ID 

CAS# 

Qual 

2 2.31 

C:\Database\NlST05a.L 




Ecgonine methyl ester 

106293-60-1 

98 


Ecgonine methyl ester 

106293-60-1 

97 


Pseudoecgonine methyl 

ester 099189-88-5 

96 

Abundance 

Average of 2.282 to 2.351 

min.: 794224.D\daia.ms (-) 



80 

60 

40 

20 

0 


42 


Bi2 


j! J 1 

MwW 


07 


112 

4 


140 168 199 


., ,,l i.. .1 u I. 163 I . 281 325 355 

l^ j i 1 1 )‘ i r | V i i V'j 1 1 r I [ I i i 1 r p'T'r’?- y T J T t r - rp -T- vr j-i Yrr -p "t i r j i i m | t i t >" | * i rrp r i i p~rr-rj-rrrTy n i i j i i i i | m r[ 

m lz-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400.420 


42S 


Abundance 


#56371: Ecgonine methyl ester 



794224 .D 


Sat Oct 01 06:55:19 2011 


Page 


Folk OIG PRR 035709 










Area Percent / Library Search Report 


Information from 

Data File: 


File Name : 

F:\Q2-2011\SYSTEM 7\06 29 

11\794224 . D 

Operator : 

ASD 


Date Acquired : 

29 Jun 2011 12:17 


Sample Name : 



Submitted by : 

DXF 


Vial Number : 

24 


AcquisitionMeth: 

DRUGS.M 


Integrator : 

RTE 


Search Libraries: 

C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

Minimum Quality: 80 


C: \Database\PMWJT0X2 , L 


PK# RT Library/ID 

CAS# Qual 


3 3.84 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,l~fo]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3.807 to 4.061 min.: 794224. DVdata. ms (-) 



mtz~> 20.40 6080 100..120J4QJ60_180 200 220 240 260 280 300 320 340 360 380.400 420 


794224.D Sat Oct 01 06:55:20 2011 Page 4 


Folk OIG PRR 035710 












Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q2-201l\SYSTEM 7\06_29__ll\794224 .D 

Operator : ASD 

Date Acquired : 29 Jun 2011 12:17 

Sample Name ; 

Submitted by : DXF 

Vial Number : 24 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2,L 

PK# RT Library/ID CAS# Qual 


4 4.66 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.628 to 4.797 min.: 794224,D\dafa.ms (-) 

I T 



m/z~> 40 60 80 100 120 140 160 180 200 220 24 0 260 280 300 320 340 360 380.400 420 


794224.D Sat Oct 01 06:55:20 2011 


Page 5 


Folk OIG PRR 035711 


















Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
integrator 


F:\Q2-2G11\SYSTEM 7\Q6_29_ll\794225.D 
ASD 

29 Jan 2011 12:30 

DXF 

25 

DRUGS *M 
RTE 


Search Libraries: 


: \Database\SLl* L 
: \Database\NIST05a.L 
; \Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


Library/ID 


C:\Database\NIST05a,L 

Ecgonidine ; methyl ester 127379-24-2 
2-Carbomethoxy-8-methyl-8-azabicycl 043021-26-7 
2(1H)-Pyridinone, 4-hydroxy-6-methy 007135-82-2 


Abundance 


Average of 2.070 to 2.149 min.; 794225.D\data,ms (-) 
1$2 


0 i ■ P? i ■ j i ■ ■ > j i * ■ . i \ . it. . r - r - 7 - T - r - T -- r - r ^j - 

m/z«> 40 80 80 100 120 140 160 180 200 220 240 260 280 300 320 340 




3 







Area Percent / Library Search Report 


Information from 

Data File: 


File Name : 

F:\Q2-2011\SYSTEM 7\06 29 

ll\794225.D 

Operator : 

ASD 


Date Acquired r 

29 Jun 2011 12:30 


Sample Name : 



Submitted by : 

DXF 


Vial Number : 

25 


AcquisitionMeth: 

DRUGS.M 


Integrator : 

RTE 


Search Libraries 

: C:\Database\SLl.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


2 2,31 C:\Database\NIST05a.L 


Ecgonine 

methyl 

ester 

106293-60-1 

98 

Ecgonine 

methyl 

ester 

106293-60-1 

97 

Pseudoecgonine methyl ester 

099189-88-5 

95 


Abundance Average of 2,276 to 2.350 min.: 794225.D\dafa.ms (-) 



m/z»> 40 6080 100 120 140 160 180 200 220 240 260 280 300 320340360.380 4 00 4 20 

Abundance #56371: Eegonme methyl ester 

i f 



794225.D Sat Oct 01 06:55:25 2011 Page 3 


Folk OIG PRR 035714 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2011\SYSTEM 7\06_29_ll\794225.D 
ASD 

29 Jun 2011 12:30 


DXF 

25 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX 2.L 


PK# RT Library/ID 


CAS# Qual 


3 3.84 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5 f 6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 


Abundance Average of 3,807 to 4.003 min,: 794225.D\data.ms (-) 



Abundance #59449: lmidazo[2 ( 1-b]tWazoie p 2^3,5 t 6*tetrahydro-6-ptienyJ- 1 (Sj- 



794225.D Sat Oct 01 06:55:25 2011 Page 4 


Folk OIG PRR 035715 














Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q2-2011\SYSTEM 7\06 29 

11\794225.D 

Operator 

ASD 


Date Acquired 

29 Jun 2011 12:30 


Sample Name 



Submitted by 

DXF 


Vial Number 

25 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 


4,66 C:\Database\SLI.L 
COCAINE 


000050-36-2 


99 


Abundance 


Average of 4627 to 4,813 min.: 794225.D\dafa.ms H 



Abundance 


#29: COCAINE 


nVz~> 



794225,D Sat Oct 01 06:55:26 2011 


Page 5 


Folk OIG PRR 035716 













Area Percent / Library Search Report 


Information from Data Pile: 

File Name 

F:\Q2-2011\SYSTEM 7\06 29 ll\794226.D 

Operator 

ASD 

Date Acquired 

29 Jun 2011 12:42 

Sample Name 

BLANK 

Submitted by 

DXF 

Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC; 794226.D\dala.ms 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


794226,D Sat Oct 01 06:55:30 2011 Page 1 


Folk OIG PRR 035717 





Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-201l\SYSTEM 7\G6__29_11 \794227 . D 
ASD 

29 Jun 2011 12:55 


DXF 

27 

DRUGS.M 
RTE 


Abundance .... TIC: 794227.b\dafa.ms 



Ret. Time 


Area Area % Ratio % 


2.102 
2,313 
3.838 
4,664 


192474 

150036 

332070 

1795454 


7.79 

6.07 

13.44 

72.69 


10.72 

8,36 

18,50 

100.00 


794227.D Sat Oct 01 06:55:33 2011 Page 1 


Folk OIG PRR 035718 










Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q2-2011\SYSTEM 7\06 29 

11\794227,D 

Operator 

ASD 


Date Acquired 

29 Jun 2011 12:55 


Sample Name 



Submitted by 

DXF 


Vial Number 

27 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLl.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 


1 2,10 C:\Database\NlSTOSa,L 

2-Carbomethoxy-8-methyl-8-azabicycl 043021-26-7 98 
Ecgonidine, methyl ester 127379-24-2 98 
1,4-Benzenediol, 2,3,5-trimethyl- 000700-13-0 43 


Abundance Average of 2.070 to 2.164 min.: 794227.0\data.ms {-) 



Abundance #43771: 2-Carbomethoxy-8-methyf-8 azabicyclo[3 2,1 joct-2-ene 



794227.D Sat Oct 01 06:55:34 2011 Page 2 


Folk OIG PRR 035719 












Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-201l\SYSTEM 7\06__29__1l\794227 ,D 

Operator : ASD 

Date Acquired : 29 Jun 2011 12:55 

Sample Name : HHHWBMH 

Submitted by : DXF 

Vial Number . ; 27 

AcquisitionMeth: DRUGS,M 

Integrator : RTE 


Search Libraries: C:\Database\SLl.L Minimum Quality: 80 

C:\Database\NXST05a.L ' Minimum Quality: 80 

C:\Database\PMW_T0X2,L 

PK# RT Library/ID CAS# Qual 


2 2.31 C:\Database\NIST05a.L 

Ecgonine methyl ester 106293-60-1 98 
Ecgonine methyl ester 106293-60-1 97 
Pseudoecgonine methyl ester 099189-88-5 96 


Abundance Average of 2.282 to 2.350 min.: 794227.D\dala.ms (-) 



m/z«> 40 60 80 _100_120 140 160 180 200 220 240 260 280 300 320 340 


79422 7 * D Sat Oct 01 06:55:34 2011 Page 3 


Folk OIG PRR 035720 


















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-201l\SYSTEM 7\06__2 9__ll\794 227 , D 
ASD 

29 Jun 2011 12:55 


DXF 
27 

DRUGS.M 
RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Dafcabase\NIST05a.L Minimum Quality: 80 

C: \Database\PMW__TOX2 . L 


PK# RT Library/ID 


CAS# Qual 


3 3.84 C:\Database\NIST05a.L 

Imidazo[2,l~b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,l-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,l-b]thiazole, 2,3,5,6-tet 014769-73-4 98 


Abundance Average of 3.807 to 4.055 min.: 794227.D\dala.m$ (-) 



794227.D 


Sat Oct 01 06:55:35 2011 


Page 4 


Folk OIG PRR 035721 













Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q2~2011\SYSTEM 7\06 29 

ll\794227 . D 

Operator 

ASD 


Date Acquired 

29 Jun 2011 12:55 


Sample Name 



Submitted by 

DXF 


Vial Number 

27 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C: \Database\SLl, L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 


4 4.66 C;\Database\SLI.L 

COCAINE 


000050-36-2 99 



Abundance 


80 


60 


40 


20 


42 


68 


mfe“> 


JU 


r 

60 


#29: COCAINE 


m 


182 




105 


122 


133^^166 


J. l 


198 


80 100 120 140 160 


ft n \ 


214 244 


272 


303 


rmyr m;ii 
180 200 220 


pn-r 

240 


260 


n rp-rr-q 

280 300 


320 340 


^ryxr 

360 


380 


7*T~j~T~ rV T~j~T' V 

400 420 


794227.D 


Sat Oct 01 06:55:36 2011 


Page 5 


Folk OIG PRR 035722 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2 - 2 011 \ SYSTEM 7\06__2 9__11\79422S,D 
ASD 

29 Jun 2011 13:08 


DXF 

28 

DRUGS.M 
RTE 


Abundance 

2000000 


1500000 

1000000 

500000 


4i@4 


TIC: 794228~0\dala' ms 


3.838 


Time~> 


2.13)313 1 


I |lj||^ - »I| jf 1 I 1 i I 1 1 J 

tt-t r i i i i t i it i rrrfTTTTTi it/) r-T-rn r~r~r~rr~7 i i t t t m r~r~r i i » r- 


2.00.2y50 3.00 3.50 4.00 4.5 0 5.00 5.50 6.00 6.50 7 .00 7.50 8.00 8 : 50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


2,102 

2,313 

3.838 

4,664 


217181 

164201 

456727 

2066078 


7.48 

5,65 

15.73 

71,14 


10,51 
7.95 
22.11 
100.00 


794228.D Sat Oct 01 06:55:40 2011 


Page l 


Folk OIG PRR 035723 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2011\SYSTEM 7\06_29_ll\794228.D 
ASD 

29 Jun 2011 13:08 


DXF 

28 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW_TOX2 . L 


PK# RT Library/ID 


CAS# QuaI 


1 2.10 C:\Database\NIST05a.L 

Ecgonidine, methyl ester 127379-24-2 98 
2-Carbomethoxy-8-methyl-8-azabicycl 043021-26-7 97 
Benzeneethanamine, 3,4-dimethoxy- 000120-20™? 43 




794228.D Sat Oct 01 06:55:41 2011 Page 2 


Folk OIG PRR 035724 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2011\SYSTEM 7\06_29_ll\794228.D 
ASD 

29 Jun 2011 13:08 


DXF 

28 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMWJT0X2.L 


PKff RT Library/ ID 


CAS# Qual 


2 2.31 C:\Database\NIST05a.L 

Ecgonine methyl ester 
Ecgonine methyl ester 
Pseudoecgonine methyl ester 


106293-60-1 98 
106293-60-1 96 
099189-88-5 95 



794228.D Sat Oct 01 06:55:42 2011 Page 3 


Folk OIG PRR 035725 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-201l\SYSTEM 7\06_29_ll\794228.D 

Operator : ASD 

Date Acquired : 29 Jun 2011 13:08 

Sample Name 
Submitted by 
Vial Number : 28 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NXST05a.L Minimum Quality: 80 

C: \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


3 3.84 C:\Database\NlST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3/5,6 -tet 006649-23-6 98 
Imidazo [2, 1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 




794228.D Sat Oct 01 06:55:42 2011 Page 4 


Folk OIG PRR 035726 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2011\SYSTEM 7\06_29_JLl\794228 .D 
ASD 

29 Jun 2011 13:08 


28 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW__TOX2 . L 


PK# RT Library/ID 


CAS# Qual 


4 4.66 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 




794228.D Sat Oct 01 06:55:43 2011 Page 5 


Folk OIG PRR 035727 






















Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\O2-201l\SYSTEM 7\06 29 

ll\794229.D 

Operator 

ASD 


Date Acquired 

29 Jun 2011 13:20 


Sample Name 



Submitted by 

DXF 


Vial Number 

29 


AcquisitionMeth 

DRUGS .M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimuin Quality: 8 0 


C:\Database\NIST05a.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 


1 2.10 c:\Database\NI3TQ5a.L 

Ecgonidine, methyl ester 127379-24-2 98 
2-Carbomethoxy-8-methyl-8-azabicycl 043 021-26-7 97 
Benzeneacetic acid, .alpha.-hydroxy 010098-39-2 43 


Abundance Average of 2.070 to 2,155 min.: 794229.D\data,ms (-) 



Abundance 

80 

60 


#43743: Ecgonidine, methyl ester 
152 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380.400 420 


794229.D Sat Oct 01 06:55:47 2011 Page 2 


Folk OIG PRR 035729 











Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2011\SYSTEM 7\06_29_11\794229 . D 

Operator : ASD 

Date Acquired ; 29 Jun 2011 13:20 

Sample Name ; 

Submitted by : DXF 

Vial Number : 29 

AcquisitionMeth: DRUGS * M 
Integrator : RTE 


Search 

Librarie 

s: C:\Database\SLl.L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

Minimum Quality: 80 
Minimum Quality: 80 

PK# 

RT 

Library/ID 

CAS# Qual 

2 

2,31 

C:\Database\NIST05a,L 

Ecgonine methyl ester 

Ecgonine methyl ester 

Ecgonine methyl ester 

106293 -'60-1 97 

106293 - 60-1 96 
106293-60-1 94 


Abundance Average of 2.282 to 2.350 min,: 794229,D\data.ms (-) 

I f 



rn/z-> 40 60 80 100 120 140 160 1 80 200 220.240_260 280 300 320 340 

Abundance #56371: Ecgonine methyl ester 

I $ 



794229.D Sat Oct 01 06:55:48 2011 Page 3 


Folk OIG PRR 035730 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-201l\SY8TEM 7\06_29_ll\794229.D 

Operator : ASD 

Date Acquired : 29 Jun 2011 13:20 

Sample Name : WKKK3KBKS. 

Submitted by : dxf 

Vial Number : 29 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLl.L Minimum Quality: 80 

C:\Database\NI£TQ5a,L Minimum Quality: 80 

C: \Database\PMW__T0X2 . L 

PK# RT Library/ID CAS# Qual 


3 3.84 C:\Database\NIST05a.L 

Imidazo[2,l~b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 


Abundance Average of 3,807 to 4.013 min,: 794229,D\dafa.ms {-) 



m/z-> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


794229.D Sat Oct 01 06:55:48 2011 Page 4 


Folk OIG PRR 035731 











tta File: 

\Q2-2011\SYSTEM 7\ Q6J2 9_ll\794229.D 
ID 

i Jun 2011 13:20 

:f 

9 

'UGS . M 
’E 


C:\Database\SLl.L 
G:\Database\HX3TQ5a,L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality; 80 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data Filer 

F:\Q2-201l\SYSTEM ?\06_29_ll\794230,D 

ASD "."" 

29 Jun 2011 13:33 

BLANK 
DXF 
1 

DRUGS . M 
RTE 


Abundance TIC: 794230,D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS* * * 


794230,D Sat Oct 01 06:55:53 2011 


Page 1 


Folk OIG PRR 035733 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2011\SYSTEM 7\06__29_11\794235 . D 
ASD 

29 Jun 2011 14:36 

BLANK 
DXF 
1 

DRUGS.M 
RTE 


Abundance 


1500 


TIC: 794235, D\data.m$ 


1000 


500 


0 







. i i I i , r , T t , i | i i , , | ) , rT - ^ T - r i i j i i i i pr f - r r'j") 1 r i r j \ i i < t i i rrp-rr i { i > i i } t i < i f > i 

Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


794235.D Sat Oct 01 06:56:02 2011 Page 1 


Folk OIG PRR 035734 









Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q2-201l\SYSTEM 7\Q6_29_ll\794236.D 

Operator : ASD 

Date Acquired r 29 Jun 2011 14:49 

Sample Name : COCAINE STD 

Submitted by : DXF 

Vial Number : 16 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Abundance TIC: 7§4236.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

4.659 

1089436 

100.00 

100.00 


794236,D Sat Oct 01 06:56:06 2011 Page 1 


Folk OIG PRR 035735 





Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2-2011\SYSTEM 7\06_29__ll\794236 . D 
ASD 

29 Jun 2011 14:49 

COCAINE STD 
DXF 
16 

DRUGS. M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C: \Database\PMW__TOX2 , L 


PK# RT Library/ID 


CAS# Qual 


1 4.66 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 




794236 ,D 


Sat Oct 01 06:56:07 2011 


Page 2 


Folk OIG PRR 035736 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2011\SYSTEM 7 \ 06__2 9JL1\79423 7 . D 
ASD 

29 Jun 2011 15:02 

BLANK 
DXF 
2 

DRUGS , M 
RTE 


Abundance TIC: 794237.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS* ** 


794237.D Sat Oct 01 06:56:12 2011 


Page 1 


Folk OIG PRR 035737 












